ETag: "9b61585eca5fa8e063a3a108f3f78424"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 128679
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Hon. Marilyn H. Patel
x-archive-meta-case-name: USA v. St. Luke's Subacute Hospital and Nursing Centre, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cand
x-archive-meta-date-case-filed: 2001-05-08
x-archive-meta-date-case-terminated: 2004-04-15
x-archive-meta-docket-num: 3:02-cr-00044
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 47986
x-archive-meta-referred-to: Magistrate Judge Elizabeth D. Laporte
x-archive-queue-derive: 0
x-upload-date: 2013-07-16T16:57:26.000Z
